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E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: IAEA SPECIALISTS' MEETING ON NUCLEAR REACTOR 
CONTROL PROBLEMS ASSOCIATED WITH LOAD FOLLOWING AND NETWORK 
TRANSIENTS, CADARACHE NUCLEAR CENTER, FRANCE, 1/26-27/77 

REF: IAEA VIENNA 8761 

1 . IN ADDITION PREVIOUS NOMINATION OF KNAPP, MILLER, 

AND MUELLER, MISSION REQUESTED NOMINATE DR. O. J. AANSTAD 
(WESTINGHOUSE ELECTRIC CORP.. POWER SYSTEMS, P.O. BOX 355, 
PITTSBURGH. PA, 15230). HE WILL PRESENT PAPER ON QUOTE 
AUTOMATIC LOAD DISPATCH CONTROL OF NUCLEAR POWER PLANTS - 
REQUIREMENTS AND INSTRUMENTATION, BUT O. J. AANSTAD AND 
N. P. MUELLER UNQUOTE. THIS WILL REPLACE ONE OF SAME 
SUBJECT WHICH EARLIER CABLE INDICATED MUELLER WOULD PRESENT. 
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Current Classification: UNCLASSIFIED 

Concepts: SCIENTIFIC COOPERATION, NUCLEAR RESEARCH, NUCLEAR FUELS, NUCLEAR SAFETY 
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Copy: SINGLE 
Draft Date: 22 DEC 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 
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Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE309367 

Document Source: CORE 

Document Unique ID: 00 

Drafter: AIA:JEAMMONS:GLS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760470-0851 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19761219/aaaaaqkz.tel 

Line Count: 55 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN ERDA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 
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Reference: 76 IAEA VIENNA 8761 
Review Action: RELEASED, APPROVED 
Review Authority: morefirh 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15 JUN 2004 by williarb; APPROVED <23 DEC 2004 by morefirh> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA SPECIALISTS' MEETING ON NUCLEAR REACTOR CONTROL PROBLEMS ASSOCIATED WITH LOAD FOLLOWING AND 

NETWORK TRANSIENTS, CADARACHE NUCLEAR CENTER, FRANC E, 1/26 
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